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TAGS: A ORG OCON IAEA 

SUBJ: IAEA SYMPOSIA: ADVANCES IN BIOMEDICAL DOSIMETRY, 

VIENNA, MAR 10-14; AND USE OF HIGH-LEVEL RADIATION 
IN WASTE TREATMENT, MUNICH, MAR 17-21, 1975. 

REFTAEA VIENNA 0465 

FOR ALLAN LABOWITZ, U.S. MISSION TO IAEA 

1. INFORMATION ON JOHN H. MEISER FURNISHED MS. DE MOL AND SETTER 
WITH PARTICIPATION FORMS SUBMITTED JAN. 6, 1975. 

MEISER AFFILIATED DEPT OF CHEMISTRY, BALL STATE UNIVERSITY, MUNCIE, 
IN. HE WAS BORN NOV.21, 1938, CINCINNATI, OH AND PRESENTLY RESIDES 
R.R.6. 8 WESTBROOK MANOR, MUNCIE, IN. 

2. MEISER DOES NOT INTEND TO PRESENT A PAPER AT EITHER SYMPOSIUM 
BUT WILL ATTEND BOTH. 
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